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Health Certificate iaa gaai igi 
Novel Coronavirus test 2019 daia) gS gÉ Gand 
This certificate is upon personal request , not under any iall igal gle Agga ol Cyd gaiil) Ab) te pli bagil oia Cinta 
responsibility 
Full Name WANG MINGDA Jasi aus) 
Gender - Age Male - 48 yall = giai 
Registeration No 2-132-326 Julai a 
Passport / ID No E54511614 Ai ail äta / 5) gall aby 
ID No E54511614 4a sgl! ad 
Sample Collection Time PM 03:20 2022-07-10 iaa aial cid g 
Date of Report 2022-07-10 deci) yu 


colt Age gall aiil Lain All ge gl 19 ah Ss Gaye Aled pte ii Y AIL) aiit 
illy Agua itali ayy Gay aiaiai 19 Ug sss Ga gusty Laly Ga pally ilil Atay! 
pall gl aall and ga (ta yall 


SWAB test 2019-nCoV , _ (NCOV-2019)å= Gast 
WE CERTIFY THAT A SWAB from THIS PERSON is 44, 6: COVID19 Ga) quand ai ah oe) adil) Aana yl asgi 
tested for COVID19 BY real time-PCR (real time-PCR) 
Result interpretation is ALANS dansal) Aoi Os gla y 


Negative Glas 


NO 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen ,and the 
concentration was lower than the sensitivity of the kit 


Use The Mobile Application to Scan the QR Code HÄN iaa Cpe SGU 4 9S all Genel aly gall Guba asii 
TRAVEL DATE CHANGES IS NOT OUR LD gga Cal haul) auc) ga å Sil uel) 


RESPONSIBILITY 


Aula awlä ayyr .3 


ileus se jles 
äga chol poloisl 


Ammar Khaled Shehab 
MSC. Microbiology 


äu äclia yalail 
Dr. Duraid Qasim Jasim 


Consultant in Microbiology and Immunology Iraqi Board 
PhD in Microbiology and Immunology 


Director Examination Authorization 


